Crosswalk Sign Replacement for Pedestrian Safety 


Subject: Crosswalk Sign Replacement for Pedestrian Safety 
From: Wilshire Center BID <mike@wilshirecenter.com> 

Date: 10/24/2016 03:09 PM 

To: Paul Kim <paulkim@jamisonservices.com>, Debra Leathers 
<dleathers@swlaw.edu>, Mike Sarebanha <msarebanha@swelgroup.com>, Mike 
Hakim <mike@mikehakim.com>, Sam Hakim <srhakim@aol.com>, Niall Kelly 
<l\IKelly@hotelnormandiela.com>, Mike Sarrabana <msarebanha@swel.net>, 
Jimmy Han <jimmyhanl@me.com>, HMH <colonyholdings@gmail.com>, Dustin 
Storey <dustin@centurywestpartners.com> 

CC: Brenda Arianpour <Brenda@greenbridgecorp.com>, Sean Hashem 
<Sean@greenbridgecorp.com>, Chad Lewis <clewis@klein-financial.com>, Bob 
Gregson <bgregson@thelinehotel.com>, Alfredo Anguiano 
<AAnguiano@thelinehotel.com> 

BCC: Gary Russell <gary@wilshirecenter.com> 

Dear Board Members, 

As the residential population of our District grows, it is more important then ever 
to make sure that pedistrians stay safe. (3440) Wilshire and Mariposa is a very 
busy intersection. The Wilshire Center Distrcit Safety Team reported and followed 
up on the replacement of this crosswalk sign so that pedestrians could be 
rerouted to a safe crosswalk. 

We look forward to seeing everyone at this Thursday's Board Meeting. I will send 
out the official Board Report on Wednesday. 

Thank you, 

Mike Russell 

Wilshire Center Business Improvement Corporation (WCBIC) 

mike@wilshirecenter.com 

www.wilshirecenter.com 

facebook.com/wilshirecenter 

213-487-7003 

3600 Wilshire Blvd., Suite 1032 
Los Angeles, CA 90010 
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